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ORIGIN OC-05 

INFO OCT-01 EUR- 1 2 ISO-OO CC 0-00 SY-05 A-01 FBO-02 /026 R 

DRAFTED BY OC/PE-FE:HBROWN:JB 
APPROVED BY A/OC:WENAEHER 
OC/PE:CGSHAW 
OC/EUR:RCRAIN (SUBS) 

OC/SGGETMAN 
SY/FO/NSU:MHOFF (SUBS) 

DESIRED DISTRIBUTION 
EUR/EX 

000847 

P 111504Z JUN 75 

FM SECSTATE WASHDC 

TO AMEMBASSY ATHENS PRIORITY 

CONFIDENTIAL STATE 135970 

E.O. 11652: XGS-2 

TAGS: ACOM 

SUBJECT: AIR CONDITIONING RETROFIT 
REF: ATHENS 4236, 4200 

1. REALIZE THAT REMOVAL OF OLD DUCT SILENCERS WOULD MAKE 
FOR A MORE IDEAL INSTALLATION. HOWEVER, OC/S FEELS THAT 
REMOVAL OF SILENCERS WOULD COMPROMISE THE ACOUSTIC INTEGRITY 
OF THE ENCLOSURE AND THEREFORE REGRETFULLY, PERMISSION TO 
REMOVE THEM IS DENIED. 

2. RE: REFTEL 4200. CLEANABLE AIR FILTER AND ELECTRIC 

DRIP PAN HEATERS ON ORDER. ALL OTHER ITEMS ON THE WAY VIA 
AIR POUCH WITH THE EXCEPTION OF THE GREEN AWG NO. 10 WIRE. 
UNABLE TO PROCURE IN THE TIME FRAME REQUIRED SO USE WHAT IS 
EXCESS IN ANOTHER COLOR PREFERABLY WHITE AND USE GREEN 
MARKING TAPE THAT WAS PROVIDED AS PART OF THE INSTALLATION 
PACKAGE. KISSINGER 
CONFIDENTIAL 

PAGE 02 STATE 135970 

CONFIDENTIAL 



« END OF DOCUMENT » 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 26 AUG 1999 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 11 JUN 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: buchantr 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE1 35970 
Document Source: ADS 
Document Unique ID: 00 
Drafter: OC/PE-FE:HBROWN:JB 
Enclosure: n/a 

Executive Order: 1 1 652 XGS-2 
Errors: n/a 

Film Number: D750203-0853 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 975061 01 /baaaamhm. tel 

Line Count: 52 

Locator: TEXT ON-LINE, TEXT ON MICROFILM 
Office: ORIGIN IMSO 
Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 

Review Authority: buchantr 

Review Comment: n/a 

Review Content Flags: ANOMALY 

Review Date: 02 JUN 2003 

Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <02 JUN 2003 by BoyleJA>; APPROVED <14 OCT 2003 by buchantr> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 

Status: <DBA CORRECTED> wfs 971016 

Subject: n/a 

TAGS: ACOM, GR 

To: ATHENS 

Type: TE 
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